PHILIP MORRIS USA 
120 PARK AVENUE 
NEW YORK, NEW YORK 10017 
FAX 917-663-5313 


FROM: 


FACSIMILE TRANSMITTAL SHEET 


Date: 




Name: 




Phone Number 


?/7 6>63 <3 7 ?6 


No. of pages {including transmittal sheet) 


<3 


IGi 


Name: 




Company:. 
Fax #: _ 


/Yc sV 


su* 779-?79r 


Please call sender (phone number above) if there are any 
problems with this transmission. 
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